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In the years 2009-2013 the Large Hadron Collider (LHC) has been operated with the top beam energies of 
3.5 TeV and 4 TeV per proton (from 2012) instead of the nominal 7 TeV. The currents in the superconducting 
magnets were reduced accordingly. To date only seventeen beam-induced quenches have occurred; eight of 
them during specially designed quench tests, the others during injection. There has not been a single beam- 
induced quench during normal collider operation with stored beam. The conditions, however, are expected to 
become much more challenging after the long LHC shutdown. The magnets will be operating at near nominal 
currents, and in the presence of high energy and high intensity beams with a stored energy of up to 362 MJ per 
beam. In this paper we summarize our efforts to understand the quench levels of LHC superconducting magnets. 

We describe beam-loss events and dedicated experiments with beam, as well as the simulation methods used to 
reproduce the observable signals. The simulated energy deposition in the coils is compared to the quench levels 
predicted by electro-thermal models, thus allowing to validate and improve the models which are used to set 
beam-dump thresholds on beam-loss monitors for Run 2. 

PACS numbers: 29.27.-a,41.85.Lc,29.27.Eg 


I. INTRODUCTION 

During the LHC Run 1 (2009-2013) a total of 17 beam- 
induced quenches were observed. Most quenches occurred 
during dedicated experiments (quench tests) or at beam setup 
time. The operational quenches took place exclusively during 
the injection process [1], The low number of beam-induced 
quenches in comparison to other superconducting accelera¬ 
tors (HERA [2], Tevatron [3], and RHIC [4]) is explained by 
a better orbit stability, efficient beam-tail cleaning, sophisti¬ 
cated interlocks, and the low magnet currents of about half 
the design value. In 2015, after the Long Shutdown 1 (LSI), 
the LHC will be running at nominal energy and more frequent 
beam-induced quenches are expected. Therefore a good un¬ 
derstanding of quench levels for various beam-loss scenarios 
is important, where a beam loss scenario is determined by the 
affected magnet, its working point, the loss duration, and the 
geometrical loss pattern. 

The quench level is defined as the minimum local energy 
or power deposition that, for a given beam-loss scenario, 
will result in a transition from superconducting to normal¬ 
conducting state. Electro-thermal models are used to estimate 
the quench level. Most calculations for the LHC have been 
based on the phenomenological model in [5]. Direct valida¬ 
tion by measurement, however, is difficult as spot heaters on 
the coil invariably alter the cooling of the strands. In 1977 at 
FNAL a magnet was installed in a beam line for test purposes. 
The energy deposition was measured a priori by means of a 
calorimeter representing the coil [6]. Here, we attempt to re¬ 
produce actual beam-loss event by means of simulation, vali¬ 
date the numerical model with observable monitoring signals, 
and take from the model the corresponding energy- or power 
deposition in the coils [7], The 17 beam-induced quenches in 
the LHC can serve to estimate quench levels in the quench¬ 
ing magnets. Adjacent magnets that did not quench, as well 


as beam-loss events that did not result in quenches at all, can 
serve to estimate lower bounds on quench levels. From all 
events, in this paper we study those that represent a relevant 
beam-loss scenario, that result in an energy- or power deposi¬ 
tion in the coils sufficiently close to the assumed quench level, 
and that produce enough quality data for the validation of nu¬ 
merical models. The findings are compared to electro-thermal 
estimates of quench levels for the respective beam-loss sce¬ 
nario. 

In this paper we present the current status of our efforts in 
understanding quench levels using the example of six events, 
five of which were dedicated quench tests at the end of 
the LHC Run 1, covering a variety of beam-loss scenarios. 
In each case we describe the beam-loss event, explain the 
particle-tracking (where applicable) and the particle-shower 
simulations and their validation with event data, and study the 
consistency of electro-thermal quench-level estimates with the 
obtained information. In Section II we introduce terminology 
as well as a classification of beam-loss scenarios according 
to loss duration. Section III describes the numerical analysis 
procedures used throughout the paper. The quench-test results 
are analyzed in Sections IV for short-duration losses, V for 
intermediate-duration losses, and VI for steady-state losses. 
Section VII summarizes the findings. 


II. QUENCH LEVELS 

The quench level is a measure of the maximum amount of 
energy or, in the steady-state case, power that can be deposited 
locally in a superconducting magnet without provoking the 
transition to a normal-conducting state. The quench level is a 
function of the local magnetic field, the operating temperature, 
the cooling conditions, the geometrical loss pattern, and the 
time distribution of the beam losses. There are three main 
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FIG. 1. 3-D image from neutron tomography of cable interstices in 
a stack of Rutherford-type cable [9], 


regimes, distinguished by the duration t of the beam losses: 

Short-duration (t < 50 /rs): The local quench level is de¬ 
termined predominantly by the volumetric heat capacity of a 
dry cable, with little effect of cooling to liquid helium. The 
quench level in this regime is quantified by the Minimum 
Quench Energy Density (MQED) and measured in mJ/cm 3 . 
In the short-duration regime, the maximum value of energy 
deposition across the cable cross-section is relevant. This 
typically coincides with the location of the lowest margin to 
quench in the cable. The collimation quench test and the 
injection-study event, described in Sections IV A and IV B, re¬ 
spectively, probe quench levels at the sub-microsecond scale 
at different magnet working points. 

Intermediate-duration (50 /rs < f < 5 s): The liquid he¬ 
lium in the cable interstices and, to a lesser extent, around 
the insulated conductor plays a crucial role; see Fig. and 
Sec. Ill. This is due to the efficient heat transfer to and the 
large heat capacity of liquid helium. In the intermediate- 
duration regime, the quench level is expressed by the above- 
mentioned MQED. It depends on the actual distribution of en¬ 
ergy deposition across the cable. The wire-scanner quench 
test in Section V A and the orbit-bump quench test in Sec¬ 
tion V B investigate this regime. 

Steady-state (t > 5 s): The heat is constantly removed with 
a rate that is mainly determined by the heat transfer to the he¬ 
lium bath through the cable insulation. The quench level, in 
this case, is expressed as a Minimum Quench Power Density 
(MQPD) and measured in mW/cm 3 . MQPD is given as an 
average density across the cable cross-section. The collima¬ 
tion quench test in Section VIA and the orbit-bump quench 
tests in Sections VIB and VIC cover the steady-state regime. 
To illustrate the dependence of the MQED and MQPD on the 
loss duration. Fig. 2 shows simulation results of the QP3 code 
[8] for a main dipole magnet on the horizontal plane, and for 
the geometrical loss-distribution described in [10], It can be 
seen that in the short-duration regime, MQED is constant and 
MQPD is linear with loss duration, whereas in the steady-state 
regime MQPD is constant and MQED is linear. This graph 
was used to define the time ranges for this paper. 



FIG. 2. MQED (up) and MQPD (down) as a function of beam-loss 
duration for heat pulses of constant power. The quench levels are 
computed with QP3 [8] on the horizontal plane of a main-dipole 
magnet, for the geometrical loss pattern of [10], with magnet cur¬ 
rents corresponding to injection beam energy (450 GeV), 3.5 TeV, 
and 7 TeV. 


III. METHODOLOGY 

Despite the different causes of beam losses in the studied 
quench tests and operational events, the analysis procedures 
are similar in all cases. The measurement data is provided 
mainly by the Beam Loss Monitors (BLM), the Quench Pro¬ 
tection System (QPS), the Beam Position Monitors (BPM), 
and the fast beam-current transformer (FBCT). The numeri¬ 
cal analysis proceeds along the following steps: 

1. The geometric loss pattern on a suitable interface is 
calculated with MAD-X [11] or SixTrack [12], Six- 
Track, in addition to magnetic tracking, includes also a 
Monte-Carlo of the proton-matter interaction in the col¬ 
limators, which allows multitum tracking including out- 
scattering. The interface between tracking and particle- 
shower simulations may be the beam-screen surface, or 
a transverse plane, e.g., the frontal plane of a collima¬ 
tor. On the interface, the position- and momentum dis¬ 
tribution of the particles serves as an input for particle- 
shower simulations, which may continue the tracking to 
the point where the particles hit dense matter. Particle¬ 
tracking with MAD-X or SixTrack may cover the mo¬ 
ment of maximum losses, a steady-state regime, or all 
the beam manipulations leading up to the beam loss. 

2. Particle-shower simulations with FLUKA [13, 14] or 
Geant4 [15] are used to estimate the energy deposition 
in the BLMs’ active volume and inside the supercon¬ 
ducting coil. Longitudinally, the simulation may cover 
a single magnet or a whole section of the accelerator. 
Radially the simulated geometry extends to the tunnel 
walls. Particle-shower simulations provide distributions 
of deposited energy per impacting proton. The normal- 
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FIG. 3. Overview of the analysis methodology for quench tests. 


isation of the simulation results is done by means of the 
total loss in beam intensity as measured by the FBCTs. 
The energy deposition in the BLMs is compared to the 
measured signal. Good agreement gives confidence in 
the simulated energy deposition in the coils. A full ac¬ 
count of the methodology and related uncertainties of 
particle-shower simulations related to LHC beam oper¬ 
ation is given in [17], 

3. An electro-thermal simulation with QP3, THEA [18], 
or ZeroDee [19] yields quench level estimates in the 
most critical position of the coil. QP3 and THEA are 
1-dimensional codes, taking the distribution of losses 
along a strand into account, whereas the averaging as¬ 
sumptions of ZeroDee make it suited for strand-wise 
computations in the short-duration regime, and cable- 
computations in the steady-state regimes only. Both, 
QP3 and THEA, provide different options to take the 
cooling to helium inside the cable into account. For the 
same assumptions, they yield identical results. Electro¬ 
thermal estimates presented in this paper are based on 
the heat-transfer models documented in [20], For the 
intermediate and steady-state regimes, the BLM signal 
provides the time profile of the heat pulse in the coils. 
The time profile is curtailed at the moment a resistive 
voltage is visible in the QPS data. The radial loss pro¬ 
file across the cable from FLUKA, the temporal profile 
of losses from the BLM signals, and the magnetic field 
distribution across the cable from ROXIE [21] at the 
given magnet current are taken into account. Note that 
only relative, not absolute values of BLM signals and 
FLUKA simulations are used as input to the electro¬ 
thermal model. The influence of the radial distribution 
from FLUKA on the electro-thermal quench-level es¬ 
timate is significant only in the intermediate-duration 
regime, where it may change the computed MQED by 
several ten percent. 

4. If no quench occurred in the simulated event, particle- 
shower simulations provide a lower bound for the 


quench level. If a quench occurred, the energy de¬ 
position based on the total number of protons lost in 
the event provides an upper bound. For intermediate- 
duration and steady-state losses, the determination of 
the moment of quench during the beam loss period al¬ 
lows to determine the number of protons lost at the mo¬ 
ment of quench, and, thus, to deduce a direct estimate of 
the quench level. Consistency between particle-shower 
simulations and quench-level estimates increases the 
confidence in the electro-thermal model as well as in 
the overall understanding of the event. 

5. The electro-thermal model can be used to extrapolate 
the quench level estimate to similar events at different 
magnet currents. 

Figure 3 illustrates the analysis process. Both the numerical 
simulations and the experimental data are affected by errors. 
We mention the most important ones: 

Electro-thermal models are affected by three major uncer¬ 
tainties: (1) In the intermediate-duration regime, the model 
features multiple mechanisms of heat transfer between the 
strands and the helium filling the voids in the Rutherford cable 
(Kapitza cooling, convection cooling, nucleate and film boil¬ 
ing, etc.). Models and parameters vary widely in literature. 
For this paper we use two distinct models described in [22, 
Sec. 2.2] and [23], respectively. The differences in the results 
are presented as an uncertainty range in this paper. (2) Mostly 
affecting the intermediate-duration regime is the amount of 
helium in the inter-strand voids of the Rutherford cable, as 
well as the area of contact between strands and helium. Tomo¬ 
graphic imaging was used in [24, p. 59ff.] and the results were 
in agreement with previous measurements in [25], In [23], the 
more pragmatic assumption is made that half of the geomet¬ 
ric void area is filled with helium (the other half being filled 
with the Kapton insulation), and that 50% of the strand diam¬ 
eters are in contact with helium. (3) Experimental work on the 
heat extraction through the cable insulation in the steady-state 
regime has been carried out at CERN [26-28]. The experi¬ 
mental data used in the QP3 and THEA codes is described in 
[27], More experimental work is under way to confirm and 
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extend this data set, in particular with regard to the efficiency 
of the intra-layer spacers in the LHC main magnets [29], 

Particle-shower simulations rely on an approximation of 
the equipment and tunnel geometries, as well as material dis¬ 
tributions therein. Simulations that require a model of an ex¬ 
tended section of the accelerator cannot be modeled with the 
same level of detail as those that require only one or two mag¬ 
nets. The geometry of coil ends is not accurately modeled in 
FLUKA, so that energy depositions in the magnet ends are 
not evaluated with the same accuracy as those in the magnet 
straight sections. Cases that result in a pronounced peak in 
energy-deposition may suffer from the averaging over eval¬ 
uation cells that are usually 10 cm long. Statistical errors 
are typically negligible. Geant4 simulations of several of the 
quench tests are discussed in [30]; to make their models more 
generic, the authors assumed a constant impact angle of parti¬ 
cles on the beam screen. Here we present work with FLUKA 
in which each model attempts to represent the actual events 
and tests as accurately as possible. More detailed information 
is found in [17], 

Particle-tracking uncertainties arise from an idealized de¬ 
scription of the machine and imperfect knowledge of initial 
conditions. Geometric parameters such as tolerances on the 
beam-screen geometry, surface roughness, and misalignment 
affect the results. Additional uncertainties in the case of Six- 
Track come from the simulation of particle-matter interactions 
in collimator jaws. 

QPS data is provided for system monitoring at 5 ms in¬ 
tervals. For losses in the intermediate-duration regime this 
sampling rate makes a precise determination of the moment 
of quench difficult; see point 3 above. The synchronisation of 
BLM data and QPS data is affected by a similar uncertainty of 
5-10 ms. 

BLMs that are exposed to large energy deposition draw high 
currents from their power distribution line. In rare cases this 
may affect the reading on other BLMs on the same power- 
distribution line. 


IV. SHORT-DURATION LOSSES 

The most likely loss scenario in this regime are an injec¬ 
tion failure or an asynchronous beam dump. The quenches 
induced by fast beam losses at injection are described in 
[10, 31]. While an injection failure will quench magnets, 
the collimation system and the QPS protect the magnets from 
damage; the BLM system is used for a posteriori diagnostics. 
As for asynchronous beam dumps, the most affected magnets 
are the quadmpoles close to the dump kickers called Q4 and 
Q5 (wide-aperture quadrupoles), operating at 4.5 K. A study 
of quench levels for the short-duration regime is used to set 
trigger levels for abort-gap cleaning [32]. In the following, 
two beam-induced quenches are investigated. First, an actual 
event from the first commissioning with beam, and then a ded¬ 
icated quench test to probe quench levels in the short-duration 
regime. 



FIG. 4. Vertical trajectory of the injected beam. Black line: MAD-X 
simulation of injection with 80 prad kick by MCBCV.9R2 vertical 
orbit corrector. Red line: BPM readings for of 80 prad kick. Green 
line: BPM readings for 750 prad kick. 


A. Strong-Kick Quench Event 

Experimental setup - Out of several beam-induced 
quenches which took place at injection [1], an event of 9 th 
September 2008 is presented here. In this event, a main dipole 
(MB.B10R2 operating at 1.9 K) in the dispersion suppressor 
region, equipped with several BLMs, was quenched in an at¬ 
tempt to reproduce an accidental quench that occurred a few 
weeks earlier during an aperture scan in the arc downstream 
of IR 2 (Interaction Region 2). The earlier quench concerned 
a different magnet. The measurement consisted of injecting 
a pilot bunch (few 10 9 protons), inducing trajectory oscilla¬ 
tions with various amplitudes by means of a vertical correc¬ 
tor (MCBCV.9R2), and monitoring the downstream losses. 
The beam was then stopped at a collimator in the momentum 
cleaning insertion (IR3). A large vertical kick of nominally 
750 prad was applied at the corrector and 2xl0 9 protons hit 
directly the MB.B10R2 aperture, inducing a quench. 

Particle tracking - The reconstruction of the trajectory of 
the kicked beam was done with MAD-X by matching the cal¬ 
culated trajectory with the actual BPM measurements. The 
strengths of the correctors, which were employed to correct 
the trajectory to the reference one, were used as matching vari¬ 
ables (the range is +20% of the applied strength). The initial 
beam coordinates (xo, +'o’, >’o and yo’) were used to better fit 
the BPM signals, thus, accounting for possible injection errors 
[33], 

For the shot which caused the quench, no BPM data was 
available downstream of the MCBCV.9R2 orbit corrector 
(green line in Fig. 4, the corrector is located at 494 m from 
the injection kickers MKI) since the beam was lost due to the 
large kick. Data from a previous injection, with an applied 
kick of 80 prad, was used as reference for the matching and a 
reasonable agreement with measurements was found as shown 
in Fig. 4. These calculations allowed to define the position of 
the beam (+1 mm accuracy) at the vertical corrector and the 
real strength of the kick (714 prad +10%) given to the beam 
when the quench occurred. 

Particle-shower simulation - A transverse plane at the be¬ 
ginning of the MCBCV.9R2 orbit corrector acted as the in- 
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Distance to IP2 [m] 


FIG. 5. Up: Comparison of BLM signals measured during the 
strong-kick event and simulated with FLUKA. Beam direction is 
from the left to the right. Down: FLUKA simulated peak energy 
deposition in the coils, integrated over the event. Gray box indicates 
magnet cold mass, black boxes indicate the location of BLMs. 


terface between MAD-X and FLUKA simulations. The co¬ 
ordinates and momenta at the interface were used as starting 
values in the FLUKA energy deposition studies in the dipole 
located 24 m downstream. Figure 5 (up) shows the measured 
maximum BLM signals compared to the simulated maximum 
BLM signals during the event. The agreement observed for 
all the downstream BLMs is within 20%. In this particular 
event, BLM signals are very sensitive to uncertainties in the 
vertical coordinates at the interface between particle-tracking 
and particle-shower simulations. Figure 5 (down) shows the 
maximum deposited energy density along the coil. The en¬ 
ergy deposition in the coil is very sensitive to the horizontal 
angle at the interface. 

The resulting energy density map is shown in Fig. 6. The 
maximum energy density in the coil is about 36mJ/cm 3 , 
which occurs very close to the vertical plane. For the beam 
emittance a conservative estimate of 1 fin t ■ rad was used. If 
the emittance were smaller, the maximum energy density in 
the coil could have been higher. For a vertical kick of a beam 
on the design trajectory, the maximum of the deposited energy 
density would have been found in the magnet collar; due to 
oscillations of the beam after injection, the maximum energy 
density is moved into the magnet coil. This effect accounts for 
a large part of the discrepancy with analysis results presented 
in [10, p. 37], 

Electro-thermal simulation - Results of FLUKA and of 
electro-thermal analyses are shown in Tab. I. The losses be¬ 
ing instantaneous, helium cooling does not play a role in the 
electro-thermal model. The MQED can be calculated directly 
from the effective heat capacity of the strand according to 
NIST material data [34, 35]. The electro-thermal simulation 
codes agree with the value thus obtained. The uncertainty in 
the particle tracking induces an uncertainty in the FLUKA 
simulations, which may well account for the small discrep- 


Energy density [mJ/cm 3 ] 



x [cm] 

FIG. 6. Simulated transverse energy density distribution from 
FLUKA for the strong-kick event in MB.B10R2 coils at the position 
where the maximum energy deposition occurs. Results correspond 
to 2xl0 9 protons impacting on the magnet beam screen. Spatial co¬ 
ordinates are with respect to the center of the vacuum chamber. 


TABLE I. Quench-level comparison; FLUKA upper bound and the 
electro-thermal MQED estimate for the strong-kick event. 


Particle Shower Electro-Thermal 

Calculation 

Estimate 

[mJ/cm 3 ] 

[mJ/cm 3 ] 

<36 

38 


ancy between the upper bound obtained from FLUKA and the 
calculated MQED. 

Discussion - The simulation of beam-losses due to a kick or 
an orbit-bump requires an accurate model of the beam dy¬ 
namics leading up to the loss. We will encounter this effect 
in later sections. In the present case, not enough information 
is available to reduce the uncertainty on the FLUKA upper 
bound value. It should be noted that we cannot generally ex¬ 
pect an accuracy at the 10% level. We trust the electro-thermal 
MQED estimate, which depends only on the strand enthalpy 
and the critical temperature; see “short-duration” in Sec. II. 


B. Dump on Injection Absorber 

Experimental setup - In order to further study fast-loss 
events, a quench test was devised that caused an injected 
bunch at 450 GeV to be dumped directly on an injection- 
protection collimator (TCLIB). At the same time, the 
individually-powered matching-quadrupole magnet (MQM at 
4.5 K) Q6.L8 in the shadow of the collimator was powered 
at varying current levels. The TCLIB jaws were closed to a 
gap between the jaws of ~1 mm, corresponding to the anti¬ 
collision limit which prevents the jaws from touching, and an 
offset was applied with respect to the beam centre to inter¬ 
cept the full injected beam. An oscilloscope was installed on 
the MQM magnet for enhanced diagnostics to record voltages 
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across the magnet with higher time-resolution than the QPS 
system could. 

A first test of this kind was performed in July 2011 [36] 
using a maximum bunch intensity of 3xl0 10 protons and a 
magnet current of up to 2200 A. The oscilloscope registered 
a voltage spike at each injection. An offline analysis showed 
that the spike amplitude varied linearly with bunch intensity. 
No correlation was found with the magnet current. A normal 
transition with subsequent fast recovery could, thus, be ex¬ 
cluded. The test was repeated in February 2013. The bunch 
intensity was 6.5xl0 10 protons and the current was increased 
in steps of 500 A until a quench occurred at 2500 A, which 
corresponds to operation at 6TeV. The 2011 observations on 
voltage spikes were confirmed. The mechanism causing the 
spikes is not fully understood at this point. 

Particle-shower simulation - The energy deposited in the 
coils was estimated by means of FLUKA simulations, repro¬ 
ducing the actual impact conditions on the collimator. The 
simulations included an accurate representation of TCLIB, 
Q6, TCLIM (a mask upstream of Q6), and corresponding 
aperture transitions. The strength of the quadrupole field was 
adjusted according to the magnet current applied in the test. 
Owing to the jaw length of 1 m and the active absorber ma¬ 
terial that is graphite, approximately 90% of the impacting 
protons experienced an inelastic nuclear interaction inside the 
jaws, while only 10% of the incident proton energy were ab¬ 
sorbed in the TCLIB. 

Comparison of FLUKA results with BLM data proved im¬ 
practicable. BLMs in the vicinity of TCLIB and MQM satu¬ 
rated. Further downstream, the agreement was not good; the 
measured BLM signal was 20 times lower than the simulated 
one. As mentioned above, data from BLMs on a common 
power distribution line may be unreliable if a large number of 
BLMs reach saturation. 

For the quench event at 2500 A the FLUKA model pre¬ 
dicted a maximum energy density of 31 mJ/cm 3 on the magnet 
coils. A similar peak energy density of 29 mJ/cm 3 was de¬ 
posited at the lower current of 2000 A, when no quench was 
observed; see Tab. II. Statistical errors are less than 2%. Fig¬ 
ure 7 shows that the simulated losses were distributed over the 
length of the magnet, with a maximum in the straight part of 
the magnet. Owing to the larger horizontal elongation of the 
beam, the maximum energy density was registered in the hor¬ 
izontal plane on the inner coil diameter. This is illustrated in 
Fig. 8, showing the transverse energy density distribution in 
the inner and outer layers of the MQM coils. 

Electro-thermal simulation - The results of FLUKA and of 
electro-thermal analyses are shown in Tab. . The losses be¬ 
ing instantaneous, helium cooling does not play a role in the 
electro-thermal model. As above, the MQED is calculated di¬ 
rectly from the effective heat capacity of the strand. Compar¬ 
ison between the lower bound for MQED given by FLUKA 
simulations at 2000 A, and the corresponding electro-thermal 
MQED estimates shows a mismatch by a factor of roughly 
1.5. 

Discussion - The quench test was to serve as a bench-mark 
for the FLUKA model and the electro-thermal model. It is un¬ 
fortunate that the BLM data was saturated. In a future experi- 



Distance to TCLIB [m] 

FIG. 7. FLUKA simulated peak energy density deposited in the coil 
during the short-duration collimation quench test. The gray box in¬ 
dicates the magnet. 
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Energy density [mJ/cm ] 
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FIG. 8. Simulated transverse energy density distribution for the 
short-duration collimation quench test in the Q6.L8 coils (2500 A) 
at the position where the maximum energy deposition occurs. 


TABLE II. Quench-level comparison; FLUKA bounds and the 
electro-thermal MQED estimate for the short-duration collimation 
quench test. 

Current Particle Shower Electro-Thermal 


Calculation Estimate 

[A] [mJ/cm 3 ] [mJ/cm 3 ] 

2000 >29 20 

2500 <31 16 


ment, BLM types with higher dynamic range should be used. 
Nonetheless, from the result we can learn about the necessary 
safety factors that may need to be applied in the calculation of 
fast-loss BLM thresholds which are based on similar FLUKA 
models based on loss scenarios for which BLM data does not 
yet exist for validation. 
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V. INTERMEDIATE-DURATION LOSSES 


LHC operation in the years 2010-2013 was affected by a 
phenomenon of millisecond-duration beam losses. The time- 
structure of the losses, as observed by the BLM system, was 
approximately Gaussian. These losses are suspected to be 
provoked by dust particles getting in the way of the beams 
[37-40], Dust particles can be encountered anywhere around 
the ring. Statistically, the most frequent single location is 
at the injection kickers, affecting mainly the wide-aperture 
quadrupole (MQY at 4.5 K) Q5. Falling dust particles some¬ 
where in the arcs’ main bending (MB) and main quadrupole 
(MQ) magnets, covering tens of kilometers of the LHC, are 
expected to be the most critical type of beam losses. During 
LSI, one out of three BLMs on the short straight sections in 
the arc has been relocated to improve the detection of losses 
related to dust particles in the arcs. No quench was provoked 
during Run 1 and no correlation has been found between beam 
energy and the occurrence of dust particles. However, the 
MQED after LS1 is estimated to be 2-4 times smaller, while 
the energy deposition due to beam interaction with dust parti¬ 
cles is expected to be 2-3 times higher [41], This makes dust 
particles a prime candidate for beam-induced quenches after 
LS 1. New BLM thresholds have to be determined for the new 
BLM locations based on the numerical models and test results 
presented in this section. 

Other beam-loss scenarios of intermediate-duration include 
sudden current variations in magnet circuits, or losses on col¬ 
limators at certain stages of beam operation (end of ramp, 
squeeze). Fast changes in magnet currents, in particular on 
certain warm magnet circuits [42], are intercepted by a system 
of fast magnet-current monitors (FMCMs). The BLM sys¬ 
tem can intervene as a second line of protection, dumping the 
beam after the machine-protection system’s design response 
time of 270 /js or 3 turns. 

Two experiments were designed to investigate the quench 
level for intermediate-duration losses: the wire-scanner 
quench test [43] and the orbit-bump quench test. 


A. Wire-Scanner Quench Test 

Experimental setup - One way to generate millisecond 
losses of roughly Gaussian shape in a controlled way is to 
use the wire scanner as a source of beam loss. Such an exper¬ 
iment was performed in November 2010 using the wire scan¬ 
ner installed on Beam 2. This beam was chosen because the 
collimation region downstream of the wire scanner prevents 
potential propagation of the losses around the ring. 

The beam intensity was A' p = 1.53 x 10 13 protons con¬ 
tained in 144 bunches at a beam energy of 3.5 TeV. The wires 
in the scanners are made of carbon fibre with a diameter of 
d w = 30 /rm. They perform a linear movement with a nominal 
speed of 1 m/s. During the experiment the speed of the wire 
v w was gradually decreased with each scan with the sequence: 
1, 0.75, 0.5, 0.37, 0.3, 0.25, 0.2, 0.15, and 0.05 m/s, when 
finally a quench occurred. 

The magnet which quenched was a separation dipole D4.L4 
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FIG. 9. BLM (black) and QPS (red) signals registered during the 
orbit-bump quench test with intermediate loss duration. A drop in 
QPS heater-voltage indicates heater firing (green), which was syn¬ 
chronized with the moment of beam dump. The QPS signal mea¬ 
sures resistive voltage in a magnet. The 0.1-V intercept of the QPS 
signal was timed to precede the heater firing by 10 ms, i.e., the QPS 
evaluation time. 


(MBRB type at 4.5 K and 3070 A) placed about 33 me¬ 
ters downstream of the wire scanner. In the same cryostat, 
there is a quadrupole magnet Q5.L4B2 (MQY type at 4.5 K 
and 1094 A), which had also been a potential candidate for 
quenching. Eight BLMs were installed on these magnets. 

The quench of the D4 triggered an acquisition of signal 
buffers, which are presented in Fig. 9. The non-gaussian 
shape of the loss registered by the BLMs suggests that the 
wire movement was not linear and that vibrations occurred 
together with wire sublimation. Similar behavior of the wires 
in extremely intense beams was observed before [44]. Indeed 
the investigation of the wire after the experiment revealed sub¬ 
limation of 50% of wire diameter in the location of the beam 
impact. The slow rise of the QPS signal is indicative of a 
quench due to an energy deposition close to the quench level 
in the magnet ends in the low-field region of the coil. 

A precise determination of the moment of quench is diffi¬ 
cult due to the long sampling intervals of the QPS data and the 
uncertainty in the synchronisation of individual signals. These 
uncertainties affect the particle-shower simulation of the en¬ 
ergy deposited in the coil at the moment of quench, as well as 
the electro-thermal MQED estimate. 

Particle-shower simulation - For a normal scan of a gaussian 
beam the amount of protons passing through the wire /V w can 
be expressed by [17] 


Mv — Ap • ,/i.HC ' / l-'w (1) 

where fmc - 11 kHz is the revolution frequency of protons 
in the LHC, v w the wire velocity, d w the wire diameter, and 
N p the number of protons in the beam. In order to estimate 
the actual number of protons interacting with the wire in the 
last, irregular scan, we use an unexpected increase of the in¬ 
tegrated BLM signal. For all preceding scans we had found 
that the product of wire-speed and BLM signal .S'blm was con¬ 
stant, Sblm'I'w = const. Moreover, with N w from Eq. (1), 
we had found that /V w was proportional to the BLM signal, 
A w oc Sblm- For the last scan, S B lm ■ v w was 30% higher 
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FIG. 10. Up: Comparison of integrated BLM signal accumulated 
during the wire-scanner quench test and simulated with FLUKA. 
Down: FLUKA simulated peak energy density deposited in the coils 
over the entire event. Gray boxes indicate magnet cold masses, black 
boxes indicate the locations of BLMs. 
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FIG. 11. Simulated transverse energy density distribution from 
FLUKA, integrated over the event, in D4.L4 coils at the loca¬ 
tion where the maximum energy deposition occurs during the 
intermediate-duration orbit-bump quench test. 


than expected. This finding translates to an estimated N w of 
1.3 x 10 14 protons. 

The agreement in shape and amplitude of FLUKA simula¬ 
tions with BLM data (see Fig. 10 up) was very good, thus, 
vindicating the above considerations. The uncertainties affect 
the calculation of the energy deposited in the coil at the mo¬ 
ment of quench. In the MBRB, the peak energy deposition 
occurred in the coil end; see Fig. 10 (down). This makes a 
precise determination of the locally deposited energy in the 
magnet coil difficult. FLUKA results are shown in Tabs. Ill 
and IV. The corresponding transverse energy-deposition in the 
MBRB coils is shown in Fig. 

Electro-thermal simulation - MQED estimates for the 


TABLE III. Quench-level comparison; FLUKA estimate and electro¬ 
thermal MQED estimate in the MBRB coil for the wire-scanner 
quench test. Lower values in electro-thermal estimates correspond 
to a reduced cooling model; upper values correspond to the standard 
cooling model. 


Vw 

[m/s] 

AVAL 

[%] 

P. Show. 
[mJ/cm 3 ] 

El.-Therm. 
[mJ/cm 3 ] 

0.15 

n/a 

>18 

26-37 

0.05 

30 

20 

25-35 

0.05 

45 

30 

26-42 


TABLE IV. Quench-level comparison; FLUKA bound and the 
electro-thermal MQED estimate in the MQY coil for the wire- 
scanner quench test. 
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Calculation 

Estimate 

[m/s] 

[mJ/cm 3 ] 

[mJ/cm 3 ] 

0.05 

>50 

52 


beam-loss scenario presented by the wire-scanner quench test 
are affected by the uncertainty on the moment of quench in 
the same way as FLUKA simulations, thus, adding an un¬ 
certainty to (Vq, the number of protons lost until the MBRB 
magnet quenched for v w = 0.05 m/s. A synchronisation of 
signals as shown in Fig. 9 means that A' q /A w = 30%; if the 
quench occurred 5 ms later (recall that 5 ms is the QPS sam¬ 
pling rate) we find (V q /(V W = 45%. For the quench test with 
v w = 0.15 m/s no quench occurred. The BLM signals are not 
available, so we assume a horizontal beam distribution with 
<7h = 300 fi m and, consequently, a Gaussian time distribu¬ 
tion with cr t = <r h /v w = 2 ms. Since the FLUKA model of 
the MBRB does not feature an accurate geometrical model of 
the coil ends, the location of quench and, hence, the magnetic 
field in the location of quench are not well known. More¬ 
over, due to the filling of gaps in the magnet ends with putty, 
the cooling conditions in the ends are little known. Tables III 
and IV show the simulation results. The lower MQED esti¬ 
mate corresponds to a situation with no helium cooling and 
higher local magnetic field, whereas the higher MQED value 
considers the standard model as it would be applied in the 
straight section of the magnet. The maximum in the loss dis¬ 
tribution inside the MQY coils is 10 cm inside the magnet 
coil. We therefore assume standard cooling and field condi¬ 
tions in the MQY. The fact that the magnets are operated at 
4.5 K means that the helium inside the cable plays a lesser role 
than, for instance, in the orbit-bump quench test in Sec. V B. 
Discussion - The wire scanner is an ideal device to gener¬ 
ate milli-second-duration losses with a Gaussian loss profile. 
Its position in the ring allows to create losses in the D4 mag¬ 
net that are sufficiently intense to make the magnet quench. 
Unfortunately, the relative position of wire scanner and D4 is 
such that the peak losses occur in the magnet ends, making 
an accurate simulation rather difficult. The test is not likely to 
be repeated due to the limited supply of spare magnets for the 
D4. A similar experiment on a magnet cooled to 1.9 K would 
be desirable. The losses, in that case, would have to be consid¬ 
erably higher (see the following section), and the wire scanner 
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would have to be fitted for the purpose. In any case, any exper¬ 
iment in the intermediate-duration regime should record BLM 
and QPS signals with an oscilloscope to avoid timing issues 
in the analysis. 


B. Orbit-Bump Quench Test 

Experimental setup - The LHC transverse damper 
(ADT) [45] can be used not only to damp beam oscillations 
but also to excite the beam by so-called operation in sign-flip 
mode, which gives kicks to selected bunches. The prepa¬ 
ration of the beam excitation procedure for the orbit-bump 
quench test is described in [46]. First, a three-corrector or¬ 
bit bump was applied in the horizontal plane around the main 
quadrupole MQ.12L6 (at 1.9 K). Second, the tune kicker 
(MKQ) kicked the bunch horizontally. Third, with a delay 
time of 1 ms or 11 turns, the horizontal ADT started the exci¬ 
tation of a single bunch in sign-flip mode. Two attempts were 
made. Both times the entire bunch containing N p = 4xl0 8 
protons in the first try and N p = 8.2x10 s in the second try 
was lost into the magnet. The second attempt resulted in a 
quench in the magnet. A particular challenge lay in the mea¬ 
surement of the beam intensity and the emittance of bunches 
with several 10 8 protons per bunch, which is more than ten 
times below the design sensitivity of the LHC beam instru¬ 
mentation. 

In Fig. 12 the recorded BLM and QPS signals of the sec¬ 
ond attempt are presented. The total duration of losses was 
about 10 ms, with loss spikes roughly every four revolutions 
of the excited bunch. The determination of the precise mo¬ 
ment of quench suffers from the low sampling rate (5 ms) of 
QPS data and the imperfect synchronisation of BLM, heater, 
and QPS signals. For this purpose, an oscilloscope was in¬ 
stalled, which, however, stopped operating during the first at¬ 
tempt, possibly due to radiation issues. For MQED estimates, 
we assume that the quench occurred after about 5 ms when 
about N q = 5.3xl0 8 protons were lost; see caption of Fig. 12. 

The particular shape of the QPS signal allows for two dif¬ 
ferent interpretations. The QPS signal is the difference be¬ 
tween two voltages, each measured across two poles of the 
affected quadrupole. Since the QPS signal has a local mini¬ 
mum at —1-5 ms (see Fig. 12), the magnet may be recovering 
to a superconducting state before the protection heaters be¬ 
come effective. Quench-recovery in an MQ at 4 TeV and the 
corresponding magnet current is, however, very unlikely. Al¬ 
ternatively, the second voltage signal may be “catching up” 
to the first signal, due to an almost symmetric quench devel¬ 
opment across the two pairs of voltage taps. For such cases, 
an additional layer of protection is provided by the symmetric 
quench protection system that compares voltages across aper¬ 
tures of adjacent magnets. 

Particle tracking - This quench test required a much more 
detailed particle-tracking study than the single-turn and fixed- 
target losses described so far. Extensive tracking studies with 
MAD-X [11] have been performed to model the spatial as well 
as the time distribution of losses on the beam screen from the 
excited bunch, [47]. In order to fully describe the experimen¬ 



FIG. 12. BLM (black) and QPS (red) signals registered during the 
orbit-bump quench test with intermediate loss duration. A drop in 
QPS heater-voltage indicates heater firing (green), which was syn¬ 
chronized with the moment of beam dump. The QPS signal mea¬ 
sures resistive voltage in a magnet. The 0.1-V intercept of the QPS 
signal was timed to precede the heater firing by 10 ms, i.e., the QPS 
evaluation time. 


tal conditions, the simulations strictly followed the chronol¬ 
ogy of the experiment: the orbit bump was followed by an 
MKQ kick, and the ADT excitation. The BPM data in the 
position of the ADT was used for tuning the strengths and di¬ 
rections of the MKQ and ADT-kicks in the MAD-X model. In 
the simulation, the ADT kick is treated as a sine function with 
growing amplitude for the first 100 turns, and constant ampli¬ 
tude thereafter, corresponding to a saturation of the ADT kick 
strength. In Fig. 13 the simulated beam position at the BPM 
is compared to the experimental data. The time, position, im¬ 
pact angle, and energy of every particle touching the aper¬ 
ture is stored. The results of the tracking simulations are used 
as input for FLUKA particle shower simulations; see Fig. 14 
(down). 

Parametric studies revealed that the largest uncertainties in 
the particle-tracking results are due to the imperfect knowl¬ 
edge of tune and beam profile, moments before the beam 
losses occurred. The maximum in the spatial loss distribution 
may be 20% lower if the tune after establishment of the three- 
corrector bump was 64.268 rather than the nominal 64.274 
or, alternatively, if the beam was twice as wide. The ampli¬ 
tude of the orbit bump, when increased, shortens the overall 
longitudinal loss distribution; however, since the maximum of 
the loss distribution remains unchanged, this variation leaves 
BLM signals and the peak energy-distribution in the coils un¬ 
changed. 

Particle-tracking results for orbit-bump scenarios were sys¬ 
tematically checked for their sensitivity to tiny discontinuities 
in the beam-screen surface, e.g., a region of elevated surface 
roughness. This type of imperfection was modeled as a 20- 
cm-long aperture restriction of 30 fin t height. The effect of 
the restriction depends largely on how fast the beam is driven 
towards the aperture. To generate losses in the millisecond 
time-range, the combined MKQ and ADT kicks cause a rel¬ 
atively wide loss distribution, with a maximum towards the 
beginning of the magnet; compare Fig. 14 with Fig. 22, where 
the latter shows a similar event but with slow beam blow-up 
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FIG. 13. Comparison of MAD-X simulation and data collected by a 
beam-position monitor during the intermediate-duration orbit-bump 
quench test. 
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over 20 seconds. The impact angle varies linearly along the 
length of the quadrupole [47, Fig. 1]. As a consequence, an 
aperture restriction at the beginning of the magnet shields a 
short downstream section from impacting protons, whereas a 
restriction towards the magnet centre can effectively curtail a 
loss distribution. From this reasoning, and the loss distribu¬ 
tion shown in Fig. 14, it follows that orbit-bump tests with 
strong kicks are not highly sensitive to small aperture restric¬ 
tions. Moving the restriction along the magnet causes either a 
shorting at the end, or a prolongation at the beginning of the 
distribution; however the change in overall results (including 
the subsequent particle-shower simulation) does not exceed 
10% for the assumed roughness height of 30 pm. 

While the spatial loss distribution showed low sensitivity to 
parameter changes, the time structure of losses varied more 
strongly. Since the beam was excited for a short time only, 
its blow-up could be neglected, besides excitation happened 
too fast in order to allow for cutting the phase-space ellipse 
along its perimeter. Therefore the envelope of the loss-peaks 
had a Gaussian-like shape, reflecting the shape of the beam 
profile. The frequency of the loss peaks strongly correlates 
with the tune. The duration of the loss depends on the beam 
size and on the orbit bump amplitude. An accurate reproduc¬ 
tion of the time structure observed in the BLM signals could 
not be achieved. The likely reasons are the above mentioned 
uncertainties in the tune and the beam profile measurements, 
as well as higher-order effects. 

Particle-shower simulation - The MAD-X simulations pre¬ 
dict a spatial loss distribution which is restricted to a 1.2-m- 
long area upstream of the longitudinal magnet center. The im¬ 
pact angles of protons on the magnet beam screen gradually 
decrease from the beginning towards the centre of the magnet, 
owing to the focussing quadrupole field. The MAD-X loss 
distribution was integrated over time, and used as an input for 
FLUKA shower calculations [48]. Figure (up) compares 
simulated and measured signals for a string of BLMs posi¬ 
tioned along the cryostat of the impacted quadrupole magnet. 
For BLMs located downstream of the assumed loss location, 
the agreement between simulation and measurement is found 
to be better than 30%. 

Parametric studies involving both, FLUKA and MAD-X, 


FIG. 14. Up: Detail of the comparison between the BLM signal, ac¬ 
cumulated during the intermediate-duration orbit bump quench test, 
and the simulated signal from FLUKA. Down: FLUKA simulated 
peak energy density deposited in the coils (black) and MAD-X his¬ 
togram of protons lost on the beam-screen (green), normalised to the 
total number of simulated lost particles. The gray box indicates the 
magnet, black boxes indicate the locations of BLMs. 


have been carried out. The peak energy deposition in the coil 
was shown to correlate with the peak in the geometrical distri¬ 
bution of lost particles on the beam screen. The energy depo¬ 
sition in the location of the BLMs was considerably less sen¬ 
sitive. Sharp peaks and more drawn-out distributions on the 
beam screen produce in the BLMs nearly identical signatures, 
owing to the very forward direction of the particle shower. 

Figure 15 illustrates the transverse energy density profile 
at the position of the maximum energy deposition. The dis¬ 
played distribution corresponds to a cumulative loss of N p = 
4xl0 8 protons. Lower bounds are imposed by the intensity 
of bunches used in tests without quench, N p = 4xl0 8 . For 
a bunch intensity of N p = 8.2x10 s protons, the experiment 
resulted in a quench. Owing to the limited time resolution 
of the QPS signals, the number N q of protons impacting on 
the beam screen up to the moment of quench cannot be de¬ 
termined conclusively. For N q = 5.3x 10 s protons lost, cor¬ 
responding to the assumption that the magnet quenched after 
5 ms of losses (see Fig. 12), the estimated maximum energy 
density is about 265 mJ/cm 3 ; see also Tab. V. An upper bound 
to the quench level is given by N q = N p , which results in an 
MQED of 405 mJ/cm 3 . 

Electro-thermal simulation - The radial distribution of 
losses determined by FLUKA is normalised to the maximum 
value and used for the loss profile in the electro-thermal sim¬ 
ulation. For the time distribution, the BLM signals were nor¬ 
malised to their maximum value and truncated at the pre¬ 
sumed moment of quench. Simulation results are shown in 
Tab. V. We find that the electro-thermal model appears to un¬ 
derestimate the quench level in this regime substantially. Sev¬ 
eral effects have been discussed in this context: A thin helium 
film all around the affected strand could increase the cooling 
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FIG. 15. Simulated transverse energy density distribution from 
FLUKA in MQ.12L6 coils at the location where the maximum en¬ 
ergy deposition occurs during the intermediate-duration orbit-bump 
quench test. Results correspond to 4xl0 8 protons impacting on the 
magnet beam screen. 


TABLE V. Quench-level comparison; FLUKA calculations and 
electro-thermal estimates of the MQED in the MQ coil for the 
intermediate-duration orbit-bump quench test. Lower values in the 
electro-thermal estimate correspond to a more pessimistic cooling 
model; both cooling models neglect a potential increase of cooling 
power by an enhanced nucleate-boiling regime. 


N p 


P. Show. 
[mJ/cm 3 ] 

El.-Therm. 
[mJ/cm 3 ] 

4x10 s 

n/a 

>198 

61-71 

8.2x10 s 

5.3x10 s 

265 

50-58 

8.2x10 s 

8.2x10 s 

<405 

70-80 


capability in the first instances of losses considerably; cur¬ 
rent re-distribution could delay the measurable resistive sig¬ 
nal, even though the longitudinal peak is relatively broad for 
this effect to play a decisive role (see Fig. ); nucleate boil¬ 
ing has been shown, albeit in a semi-infinite bath, to be highly 
effective on very short time ranges [49], Numerical studies 
show that if we allow the cooling model to fall back to the 
nucleate-boiling regime after each short loss peak, the ob¬ 
served values could be roughly reproduced. In the absence of 
a comprehensive fluid-dynamic model, however, this obser¬ 
vation is merely the ground for speculations. This enhanced 
nucleate-boiling regime was not used for the values presented 
in Tab. V. We need more experimental and theoretical work to 
arrive at a predictive model of helium-cooling with superfluid 
helium in Rutherford-type cable in the intermediate-duration 
loss regime. Note that the wire-scanner quench test, which 
was carried out on a magnet operated at 4.5 K, did not show 
this kind of underestimation. 

Discussion - The experiment succeeded in generating losses 
over several milliseconds that resulted in a magnet quench. 
The quench occurred in the straight section of the magnet, 
thus avoiding a problem observed in the wire-scanner quench 
test. The particular time structure of losses, with peaks 


roughly every 300 /is, represents an important deviation from 
the Gaussian-shape losses due to dust particles. The experi¬ 
ments may, therefore, not be all-together suitable to draw con¬ 
clusions on limitations due to falling dust particles for LHC 
operation. As in the case of the wire-scanner quench test, we 
note that oscilloscope recordings of BLM and QPS signals are 
mandatory for any future test. 


VI. STEADY-STATE LOSS QUENCH TESTS 

Steady-state losses are generated by luminosity debris hit¬ 
ting magnets close to the experiments, and by collimators in 
the cleaning insertions. These losses cannot be avoided there¬ 
fore they set limits to the machine performance. Residual par¬ 
ticle showers from the collimation system constitute a well- 
defined scenario, directly amenable to experimental testing. 
The 2011 and 2013 collimation quench tests were performed 
with protons and ions [50, 51] without quenching, thus, pro¬ 
viding a lower bound on the quench level, i.e., on MQPD. Five 
tests using the orbit-bump technique with protons resulted in 
quenches. Here we present the 2013 collimation quench test 
with protons in Sec. VIA, and orbit-bump quench tests in 
Secs. VIB and VIC, which test the quench level in main 
quadrupoles for increasing and near-constant power deposi¬ 
tion, respectively. 


A. Collimation Quench Tests 

Experimental setup - During regular LHC operation, the dis¬ 
persion suppressor magnets (DS) in IR7 are the superconduct¬ 
ing elements that are most exposed to beam losses leaking out 
of the betatron collimation system [52-55], These losses, to¬ 
gether with the beam lifetime, limit the maximum beam inten¬ 
sity that can be injected. Dedicated collimation quench tests 
were devised to explore this limit in the DS regions. 

In 2011, two tests were performed, with protons and ions, 
respectively, at 3.5ZTeV [51, 56]. The main goal was to 
achieve a loss rate of 500 kW which is the maximum loss rate 
the collimation system was designed to intercept [52], Beam 
losses on the collimators were triggered for Beam 2 over 1 s 
by crossing the third-order resonance to blow-up the beam. 
The fraction of particles leaking from the collimators into the 
DS region, as well as their impact distribution, stayed the 
same as in standard operation, while the number of lost par¬ 
ticles increased significantly. The method allowed to investi¬ 
gate performance limitations due to the DS magnets’ quench 
level. The leakage, however, was not high enough to provoke 
a quench. 

In this paper, we describe the more recent experiment per¬ 
formed in 2013 with protons at 4TeV; see also [57]. In order 
to increase the losses in the DS of IR7 with respect to the 
2011 tests, the collimator settings were changed. We adopted 
the relaxed collimator settings used during the 2011 run, and 
opened further the secondary collimators in IR7. The global 
effect of these changes was to increase the number of impacts 
in the DS of IR7 for the same beam loss. The optimisation 
















12 



FIG. 16. Measured peak power losses by the beam in the collimation 
system versus time during the collimation quench tests in 2011 and 
2013. In 2013 tests, beams were dumped after achieving the targeted 
loss rate. 


of the settings was the result of the combination of tracking 
studies with SixTrack [12, 58-60], and a detailed validation 
during a low-intensity fill before the quench test. 

Beam losses on the primary collimator (TCP in IR7) were 
generated by blowing up the beam with white noise from the 
ADT [45], This mechanism allowed to generate beam losses 
that increased continuously over 10 s. Figure 16 shows the 
peak power loss during the 2011 and the 2013 tests. Beam 
losses of up to 1050kW were generated in the last ramp with 
up to 5.8 MJ impacting on the primary collimator over a few 
seconds. During that period the BLM signals were monitored. 
As in 2011, no magnet quench occurred. The maximum BLM 
signals in the cold sector were measured at the position of the 
main quadrupole MQ.8L7. 

Particle tracking and shower simulation - Dedicated sim¬ 
ulations with SixTrack and FLUKA were performed after the 
test. The distribution of proton losses (i.e. inelastic events) 
over the IR7 collimators computed by SixTrack, using COLL- 
TRACK/K2 [58, 59] routines, was used as source term for 
FLUKA calculations; see [60]. The latter ones incorporated 
a very detailed 700m long geometry model and allowed to 
evaluate the deposited energy density in the DS magnet coils 
as well as the BLM signals. Results were normalised to the 
achieved loss rate, as measured by the FBCT. 

In Fig. 17 (down), the peak power density in the inner su¬ 
perconducting coils is plotted along the length of the most im¬ 
pacted magnets. The maximum is on the front face of the first 
dipole in cell 9. Figure 18 shows the corresponding power 
density map on the magnet transverse section. The horizontal 
plane is mainly affected, due to the particle shower originated 
from protons experiencing a limited energy loss and angular 
kick (typically a diffractive event) in the primary collimator, 
leaking through the collimation system down to the DS, where 
they are overbent by the magnetic field towards the internal 
boundary of the physical aperture. 

Figure 17 (up) presents the comparison between measured 
and predicted BLM signals in the region considered here. Val¬ 
ues are normalised to the signal of the BLM at the skew pri¬ 
mary collimator, since measurements refer to an integration 
time over which the loss rate was not constant. The shortest 
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FIG. 17. Up: Local excerpt of the comparison of BLM signals 
and FLUKA simulation results for Ramp 3 of the 2013 collimation 
quench test, both respectively normalised to the BLM of the skew 
primary collimator (TCRB6R7) located at +200 m [16, 17], Down: 
Longitudinal pattern of the power density (averaged over the inner 
coil radial thickness) at the transition between cells 8 and 9. 


integration time of 40 /is could instead be used for the much 
higher experimental signals in the collimator region, allowing 
there an absolute comparison confirming the full consistency 
of the normalisation factors adopted here [17], A more ex¬ 
haustive presentation of the FLUKA model and the compari¬ 
son to measurements is found in [16]. Despite a remarkable 
agreement globally achieved over the whole IR7 insertion, 
calculations feature a localized underestimation of a factor of 
few from the end of the Long Straight Section up to Cell 9 (as 
in Fig. 17). Such an underestimation may reasonably imply 
that the power density in the magnet coils was actually higher 
than in Figs. 17 and 18. 

Electro-thermal simulation - In the steady-state regime, the 
quench level depends on the effectiveness of the cooling to the 
helium bath, which was tested in dedicated experiments [27], 
The experiments determine the temperature rise in a stack of 
10 cables under continuous heating. The stack is submerged 
in superfluid helium at 1.9 K and exposed to pressures of up 
to 100 MPa. In most magnets, the cables that are exposed 
to beam losses are cooled only on the inner diameter. LHC 
main dipole and quadrupole magnets, however, are equipped 
with an intra-layer spacer that is slotted in order to provide 
channels for the superfluid helium. In [28], the slots in the 
intra-layer spacer are assumed to be ideally effective until the 
strands reach the lambda temperature, i.e., the temperature 
when the helium in the cooling channels in the Kapton in¬ 
sulation stops to be superfluid. Moreover, an average pressure 
of 50 MPa was assumed. A more conservative model neglects 
the cooling to the inter-layer helium and assumes 100 MPa on 
the inner diameter of the heated cable. The results from both 
assumptions are shown in Tab. VI. Both models are consistent 
with the lower bound obtained from the collimation quench 
test. According to the FLUKA model, the peak of the losses 
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FIG. 18. Simulated transverse power density distribution from 
FLUKA during the steady-state collimation quench test at the 
MB.A9L7 maximum in Fig. 17 (down). The beam direction enters 
the figure. Recall from Section that in FLUKA coils are extruded, 
not adequately representing the coilends. 


TABLE VI. Quench-level comparison of the FLUKA lower bound 
and the electro-thermal MQPD estimate in the MB.A9L7 coil for the 
steady-state collimation quench test. The upper and lower values for 
the electro-thermal estimate correspond to a cooling model with and 
without heat-flow through the intra-layer spacers, respectively. 


Particle Shower Electro-Thermermal 

Calculation 

Estimate 

[mW/cm 3 ] 

[mW/cnr 3 ] 

>23 

115-140 


was deposited in the ends of the MB magnet. As a conse¬ 
quence, the exact magnetic field and the cooling conditions in 
the position of peak losses are not accurately known; compare 
with a similar discussion in Sec. V A. 

Discussion - The collimation quench test closely reproduces 
an operational scenario. The relevant relationship between 
losses on the collimator and maximum power-deposition in 
the magnet coils is difficult to simulate. The large-scale 
FLUKA model shows overall remarkable performance [16]. 
In the high-loss region in the cold section of the model, how¬ 
ever, the agreement is not satisfactory. Moreover, as the peak 
losses occur in the magnet ends, there are additional uncer¬ 
tainties due to simplifications in the geometrical model in 
FLUKA and the limited knowledge of cooling conditions and 
local magnetic field in the electro-thermal model. Only an 
actual quench can give more certainty in this beam-loss sce¬ 
nario. Nonetheless, the large-scale particle-shower model is 
a major step forward in our capabilities to analyze distributed 
events. As for the electro-thermal model, no additional in¬ 
sights could be gained on the efficiency of the cooling slots in 
the intra-layer spacers of MB and MQ magnets. 



Time [s] 


FIG. 19. Comparison of the highest BLM signal time profiles for the 
2010 dynamic orbit-bump quench test and the 2013 static orbit-bump 
quench tests. Note that in 2013 static losses were only achieved in 
the second attempt. 


B. Dynamic Orbit-Bump Quench Test 

Experimental setup - The experiment was done at 3.5 TeV 
beam energy. A vertical three-corrector orbit bump was 
formed around the main (horizontally defocusing) quadrupole 
(MQ.14R2 at 1.9 K) and slowly increased for ~ 10 s, until 
~60% of the initial 2.54xl0 9 protons were lost and the mag¬ 
net quenched [61, 62], The resulting BLM signal is shown in 
Fig. 19. 

Particle tracking - The spatial and time distributions of 
the lost particles were studied using MAD-X. A vertical or¬ 
bit bump was applied around the quadrupole MQ.14R2. In 
the simulations the amplitude of the orbit bump was increased 
by 10/rm every 50 turns, reproducing the experimental con¬ 
ditions on a shorter time scale. Scaling the time axis of the 
normalised loss distribution to the actual loss duration pro¬ 
vides a good qualitative fit to the normalised observed BLM 
signals. 

Particle-shower simulation - The loss distribution obtained 
from the MAD-X simulation was used as source term for 
the FLUKA simulation. The resulting particle shower was 
tracked and the energy density in the coils estimated. The 
number of protons lost in the last second before the dump, 
2.54xl0 9 protons/s, was used to scale FLUKA results. The 
resulting BLM signals and energy deposition are shown in 
Fig. 20. The agreement between simulation and measured 
BLM signals is excellent. Figure 21 shows the simulated 
transverse power density distribution in the coils. The max¬ 
imum power density, averaged over the affected turn, is esti¬ 
mated to be 208 mW/cm 3 . 

Electro-thermal simulation - The losses in the dynamic 
orbit-bump quench test were not actually steady-state. In 
terms of peak power at the moment of quench, the acceleration 
of losses increased the quench level for this loss scenario. Two 
alternative models were used for steady-state cooling, differ¬ 
ing in the assumption on the effectiveness of the inter-layer 
cooling channels in the MQ. Results are displayed in Tab. VII. 
The agreement between FLUKA and electro-thermal-model 
results is remarkably good. FLUKA values are within the 
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FIG. 20. Up: Detail of the comparison between the BLM signal 
and the simulated signal from FLUKA for the dynamic orbit-bunrp 
quench test. Down: FLUKA simulated peak energy density (black) 
deposited in the coils and MAD-X normalised distribution of protons 
lost on the beam-screen (green). The gray box indicates the magnet, 
black boxes indicate the locations of BLMs. 
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FIG. 21. Simulated transverse power density distribution from 
FLUKA during the dynamic orbit-bump quench test in MQ. 14R2 
coils at the position where the maximum energy deposition occurs. 
Results correspond to 2.54xl0 9 protons impacting on the magnet 
beam screen. Spatial coordinates are with respect to the center of 
the vacuum chamber. 


range of known uncertainty of the electro-thermal estimates. 
Discussion - The dynamic orbit-bump quench test was the 
first of its kind, producing losses over several seconds be¬ 
fore quenching the magnet. The good agreement between 
measured and simulated BLM data, as in the case of the 
intermediate-duration orbit-bump quench test, indicates a 
good grasp of the beam dynamics leading up to the quench, as 
well as the subsequent shower development. The good agree¬ 
ment with the electro-thermal model, finally, makes this, one 
of the best understood beam-induced quenches in the LHC. 


TABLE VII. Quench-level comparison; FLUKA and the electro¬ 
thermal MQPD estimate for the dynamic orbit-bump quench test. 
The integrated deposited energy is averaged across the cable cross- 
section. The upper and lower values for the electro-thermal estimate 
correspond to a cooling model with and without heat-flow through 
the intra-layer spacers, respectively. 


Particle Shower Electro-Thermal 

Calculation 

Estimate 

[mW/cm 3 ] 

[mW/cm 3 ] 

208 

180-215 


C. Static Orbit-Bump Quench Test 

Experimental setup - A local orbit bump was established 
around a main quadrupole magnet (MQ12.L6 at 1.9 K), such 
that the beam almost touched the aperture. Eight low-intensity 
bunches of lxlO 10 protons each were slowly blown up using 
white noise excitation in the ADT. The first attempt produced 
linearly rising losses over 38 s and no quench after 6.1xl0 9 
protons lost [30]. At the second attempt, after losing about 
6.2xl0 9 protons at a constant rate over 20 seconds, the mag¬ 
net quenched. The corresponding BLM signals can be seen in 
Fig. 19. The linear rise during the first attempt is attributed, 
as in the dynamic-orbit-bump test, to the Gaussian beam pro¬ 
file. The losses are slow enough to cut off consecutive layers 
of the phase-space ellipse. The rising profile, therefore, cor¬ 
responds to the tails of the distribution. The same bunches 
were used in the second attempt. In the absence of renewed 
beam-profile measurements, it is assumed that the remnants 
of the bunches diffused into a wider and more flat distribution 
in between the attempts, thus, explaining the flat loss profile 
over time observed in the second attempt. 

Particle tracking - In order to reproduce the excitation of 8 
bunches in MAD-X, eight sets of simulations were performed, 
followed by a combined analysis. Each of the sets followed 
the same procedure: first, an equilibrium beam distribution 
with the experimentally measured sigma was created; sec¬ 
ond, the orbital bump was established around the focusing 
quadrupole MQ.12L6; and finally, the white-noise excitation 
with the ADT started. The sensitivity of the longitudinal dis¬ 
tribution was tested with respect to the ADT kick strength and, 
as in the previous orbit-bump quench tests, to aperture restric¬ 
tions. Additional studies have shown that increase of the kick 
strength leads to a decrease in the height of the distribution, 
a shortening of the loss duration, and a longer longitudinal 
distribution. A weak value of ADT kick strength within the 
realistic parameter range produces the most realistic results. 
The impact angle depends only on the integral magnetic field 
of the quadrupole, seen by the particles. 

In the subsequent particle-shower simulation moderate 
agreement of measured and simulated BLM signals was 
found; see Fig. 22. This came as a surprise, after the suc¬ 
cessful reproduction of BLM signals during the intermediate- 
duration orbit-bump quench test and the dynamic orbit-bump 
quench test. A study of the impact of small aperture restric¬ 
tions was carried out to check whether a geometric effect of 
this kind could explain the discrepancy. A 20-cm-long and 30- 
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FIG. 22. Results of particle-tracking and particle-shower simula¬ 
tions. Simulation 1 considers a smooth beam screen, whereas Sim¬ 
ulation 2 considers a 20-cm-long, 30-/rm-high aperture restriction 
close to the magnet center. Up: Detail of the comparison between 
the BLM signal and the simulated signal from FLUKA for the static 
orbit-bump quench test. Down: FLUKA simulated peak energy den¬ 
sity (black) deposited in the coils and MAD-X normalised distribu¬ 
tion of protons lost on the beam-screen (green). The gray box indi¬ 
cates the magnet, black boxes indicate the locations of BLMs. 



FIG. 23. Simulated transverse power density distribution during the 
static orbit-bump quench test in MQ. 12L6 coils at the location where 
the maximum energy deposition occurs. Results correspond to 3x 10 8 
protons impacting on the magnet beam screen. 


jt/m-high step into the otherwise smooth aperture was found to 
have a strong influence on the overall loss distribution of par¬ 
ticles. Since the impact angle of the particles is small, losses 
peak on the onset of the restriction, leaving the surface behind 
it in its shadow. Results can be seen in Fig. 22, where Simu¬ 
lation 1 refers to a simulation with smooth beam screen, and 
Simulation 2 to a simulation with a localized aperture restric¬ 
tion. Since the impact angle of particles varies roughly lin¬ 
early along the length of the quadrupole magnet, the shifting 


TABLE VIII. Quench-level comparison; FLUKA and the electro¬ 
thermal MQPD estimate for the static orbit-bump quench test. Simu¬ 
lation 1 and 2 correspond to MAD-X models without and with an 
aperture restriction, respectively; compare with Fig. . The up¬ 
per and lower values for the electro-thermal estimate correspond to 
a cooling model with and without heat-flow through the intra-layer 
spacers, respectively. 


Attempt Simulation 

P. Show. 
[mW/cm 3 ] 

El.-Therm. 
[mW/cm 3 ] 

1st 

1 

>36 

80-100 

1st 

2 

>61 

80-100 

2nd 

1 

43 

70-88 

2nd 

2 

72 

70-88 


of the distribution implies an increase by 100% of the average 
impact angle of protons on the beam screen. 

Particle-shower simulation - In the static orbit-bump 
quench test the magnet quenched from a near constant par¬ 
ticle loss rate of about 3xl0 8 protons/s. Fig. 23 shows the 
transverse profile of power density at maximum along the lon¬ 
gitudinal axis for smooth surface. Since the loss distribution 
is similar to that of intermediate-duration orbit-bump quench 
test, the power density profile is also similar. The maximum 
power density occurs in the internal coil of the magnet and is 
about 41 mW/cm 3 , averaged over the cable cross-section. The 
comparison of predicted and measured BLM signals, as well 
as the corresponding power-deposition in the coil, is shown in 
Fig. 22. The second simulation, assuming a localized aperture 
restriction, yielded an 80% higher maximum power density 
mainly due to the increase in impact angle of the lost protons. 
Electro-thermal simulation - Two alternative models were 
used for steady-state cooling, differing in the assumption on 
the effectiveness of the inter-layer cooling channels in the 
MQ. Results are displayed in Tab. VIII. Note that the first at¬ 
tempt has not been simulated by MAD-X and FLUKA. The 
displayed values are rescaled by use of the BLM signals in 
Fig. 19. We estimate the uncertainty introduced by this scal¬ 
ing to be 10%. The more conservative assumptions give the 
better agreement with the FLUKA analysis and are, therefore, 
used as the baseline. 

As the test featured the longest duration of continuous 
losses of all studied events, another explanation of the low 
quench level has been suggested: that the quench level is de¬ 
termined not by the heat transport through the cable insula¬ 
tion, but by the heat transport towards the heat exchanger, 
thus, requiring the modeling of an entire magnet cross-section, 
rather than just a turn in the coil. Further studies in this di¬ 
rection will be carried out, in continuation of previous work 
[63,64], 

Discussion - The slow blow-up of the beam, generated with 
the ADT transverse damper, was effective in generating near 
steady-state losses over 20 seconds, strong enough to even¬ 
tually quench an MQ magnet. The test represents, therefore, 
a good benchmark for the steady-state electrothermal mod¬ 
els. The sizable discrepancy between measured and simulated 
BLM signals led to a comprehensive parametric study in the 
particle-tracking simulations. An aperture restriction on the 
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scale of several tens of micrometers could best account for the 
discrepancy. To confirm or rule out this explanation, a rep¬ 
etition of the test would have to be carried out in a different 
location. 


VII. CONCLUSIONS AND OUTLOOK 

A. Summary of Quench Tests 

The large-kick event and the short-duration collimation 
quench test are interesting benchmarks for the particle¬ 
tracking and particle-shower simulations, because the electro¬ 
thermal MQED estimate is not expected to have a sizable error 
as a consequence of the negligible contribution of heat transfer 
processes. The large-kick event indeed confirmed the MQED 
estimate. The collimation quench test led to a 50% overesti¬ 
mation of the MQED estimate by the FLUKA result. This is 
likely due an inaccuracy in the FLUKA geometrical model. 
Without meaningful BLM signals (saturated channels), how¬ 
ever, there is no clear indication where to search for such a 
discrepancy. The 50% error must, thus, be regarded as a mea¬ 
sure of the error that may affect other FLUKA analyses in the 
absence of validation data. 

In the intermediate-duration regime we note that a pre¬ 
cise timing and an adequate time resolution of signals is of 
paramount importance. Future tests in this regime should in¬ 
clude synchronous measurement of BLM, QPS, and FBCT 
signals. For a better understanding of intermediate-duration 
losses due to dust particles, a test should create milli-second 
losses with a smooth time distribution in an MB or MQ mag¬ 
net (at 1.9 K). The orbit-bump quench test featured losses that 
peaked of several tens of microseconds every three to four 
turns of the excited bunch. It is suspected that this substruc¬ 
ture of short loss spikes has led to the surprisingly high quench 
level, four times above the expected one. 

The testing of quench levels in the steady-state regime is of 
importance, for example, for the strategies for future collima¬ 
tion upgrades. In this sense the empirical result of the colli¬ 
mation quench test (no quench for 5.8 MJ on the primary col¬ 
limator within 15 s) gives actionable information and the test 
will be repeated at higher beam energies for protons and ions. 
Based on the dynamic and static orbit-bump quench tests, we 
conclude that the semi-empirical steady-state cooling model 
seems to suggest that inter-layer spacers are not having a large 
effect on the steady-state quench level. An overview of the 
analysis results is given in Tab. IX. 

B. Impact on Quench Level Estimates 

For single-turn losses, i.e. losses of nanosecond duration, 
we have learnt to trust the electro-thermal model, which is 
based on the strand enthalpy margin. Note, however, that for 
the operation of the LHC, the shortest duration that is resolved 
by the BLM system is 40 /us. Based on the intermediate- 
duration orbit-bump quench test we should revise our quench- 
level estimate upward by a factor four in the millisecond time 


range. The analysis of the quench test has given room for 
speculation that the high observed quench level may be due 
to the temporal substructure of the beam loss. If losses of 
microsecond duration are cooled much more efficiently than 
slower losses, this would be an indication that also the quench- 
level estimates in the microsecond range need to be revised 
upwards. Moreover, it is not clear how this uncertainty scales 
up to higher energies. We use the same factor four at 7 TeV as 
for 4 TeV. 

As for steady-state losses, the testing of the semi-empirical 
model used in the electro-thermal estimates is not quite con¬ 
clusive. Whereas the dynamic orbit-bump test seems to indi¬ 
cate a larger quench level, the static orbit-bump test points to 
lower levels. This could be due to a low efficiency of the intra¬ 
layer spacer’s cooling channels, or due to different bottleneck 
in the heat transfer to the heat exchanger tube. Additional nu¬ 
merical and experimental studies are required. Moreover, it 
must be noted that the semi-empirical model is based on mea¬ 
surements on cable stacks with the insulation scheme of LHC 
main magnets. Quadrupoles and separation dipoles in the dis¬ 
persion suppressor, matching section, and inner-triplet region 
are equipped with different insulation schemes. Clearly, a di¬ 
rect use of the present model for those magnet types is doubt¬ 
ful. 

Figure 24 provides a summary of the lessons learnt for 
quench levels. The shaded areas represent the uncertainty 
ranges of our numerical models at 3.5 and 7 TeV for rect¬ 
angular loss pulses of durations in the intermediate-duration 
and steady-state regimes. The solid lines indicate the new 
baseline for the setting of BLM thresholds. For intermediate- 
duration losses, the more more progressive branch was se¬ 
lected, in line with the intermediate-duration dynamic orbit 
bump quench test, was retained, whereas for losses in the 
steady-state regime, the more conservative branch was cho¬ 
sen, in line with the static orbit-bump quench test. For mag¬ 
net types that have not been tested with steady-state quench 
tests, such as the matching-section quadrupoles, the separa¬ 
tion dipoles, and the triplet quadrupoles, an even more conser¬ 
vative model was retained, representing the cable insulation as 
a solid layer of Kapton, thus, neglecting any aid to heat trans¬ 
port through the insulation, by the superfluid helium. 


C. Future Tests 

Quench tests and beam-loss events during Run 1 have sub¬ 
stantially improved our understanding of various beam-loss 
scenarios, and of the quench levels of main magnets in the 
LHC. We have shown that, based on good knowledge of the 
initial conditions and on validation data, the numerical mod¬ 
els reproduce beam-loss events to a remarkable degree. Based 
on this new-found confidence, quench tests can be considered 
one of the most accurate means to test and validate electro¬ 
thermal estimates of quench levels under realistic conditions. 

For single-turn losses, which are relevant, for example, 
in case of asynchronous beam dumps, another collimator 
quench-test analogous to the test on the Q6 magnet described 
in Section IV B is under preparation. To improve the model 
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TABLE IX. Overview of the presented analyses. BLM validation indicates the level of agreement between particle-tracking and particle- 
shower simulations with BLM data. Quench level consistency indicates the agreement between quench-level data obtained from particle- 
shower simulation results with the electro-thermal estimates. ‘Good’ indicates agreement within 20-30%, ‘average’ around 50%, and ‘poor’ 
larger than 100% 


Regime 

Method 

Type 

Temp. I/I nom 
[K] [%] 

BLM 

Validation 

Quench Level 
Consistency 

Sources of Uncertainty 

short 

kick 

MB 

1.9 

6 

good 

good 

Tracking uncertainty. 

short 

collimation 

MQM 

4.5 

46/58 

n/a 

average 

Saturated BLM signals. No FLUKA validation. 

intermediate 

wire scanner 

MBRB 

4.5 

50 

good 

average 

Timing uncertainty. Quench in magnet end. 

intermediate 

wire scanner 

MQY 

4.5 

50 

good 

consistent 

No quench. 

intermediate 

orbit bump 

MQ 

1.9 

54 

good 

poor 

Timing uncertainty. Inaccurate heat-transfer model. 

steady-state 

collimation 

MB 

1.9 

57 

poor 

consistent 

No quench. Peak loss in magnet end. 

Moderate FLUKA agreement with BLM signals. 
Intra-layer spacer cooling efficiency. 

steady-state 

static orbit bump 

MQ 

1.9 

54 

average 

average 

Sensitivity to surface roughness. 

Intra-layer spacer cooling efficiency. 

steady-state 

dyn. orbit bump 

MQ 

1.9 

0.47 

good 

good 

Intra-layer spacer cooling efficiency. 



Loss duration [s] 


FIG. 24. Electro-thermal quench level estimates for the inner layer of 
the LHC main bending magnet. Shading in the MQED estimates in¬ 
dicates uncertainties following from the analysis of the intermediate- 
duration orbit-bump quench test. Shading in the MQPD estimates in¬ 
dicates uncertainties due to the unknown cooling efficiency of intra¬ 
layer spacers in the main magnets of the LHC. 

validation, beam-loss monitors with higher sensitivity and dy¬ 
namic range will be used. 

In the intermediate-duration regime, during Run 2 of the 
LHC a significant number of beam-losses due to collisions 
of the proton beam with dust particles may provoke beam- 
induced quenches. Based on the knowledge of beam parame¬ 
ters and particle-shower models, the corresponding BLM data 
will allow to obtain additional information of quench levels in 
the relevant time range. To prepare for the need of a controlled 
quench test with diagnostic equipment (oscilloscope, etc.), we 
are studying the possibility of causing losses in the millisec¬ 
ond regime through a combination of a local orbit bump in a 
main quadrupole and a fast current decay in a warm dipole 
leading to an orbit distortion [40], 

Finally, for steady-state losses we advocate the repetition of 


the static orbit-bump quench test in a different location in the 
arc to better understand the discrepancies observed in analysis 
of the first test of this type. A repetition could confirm or rule 
out the presence of a small geometrical obstruction that may 
have influenced the outcomes of the first test. Moreover we 
suggest to repeat the test in standalone quadruples with dif¬ 
ferent insulation schemes, such as MQM, MQY, MQXA, and 
MQXB types. In the absence of additional sub-scale exper¬ 
iments, these tests could provide information on the steady- 
state cooling efficiency in those magnet types. 

In 2013 there was not the opportunity to execute the steady- 
state collimation quench tests with ions. A dedicated test in 
Run 2 will allow to directly determine the quench limit for 
this loss-scenario. The same approach should be followed for 
a proton collimation quench test at increased beam energy; the 
result of this tests provides direct input for the optimized set¬ 
ting of BLM thresholds, the minimum allowed beam lifetime, 
and on the collimator upgrade for High Luminosity LHC. 


D. Conclusion 

The preparation and organisation of quench tests and the 
analysis of beam-loss events have been highly collaborative 
and multi-disciplinary efforts, stretching over the past several 
years. We have found that, with good knowledge of initial 
conditions and sufficient data for validation, particle-tracking 
and particle-shower simulations provide, in the best cases, re¬ 
sults in 20% agreement with BLM signals in the region of 
peak losses. This level of accuracy allows to make quanti¬ 
tative statements on the range of validity of electro-thermal 
quench-level estimates. The gained knowledge on beam-loss 
scenarios and quench levels is currently being applied in the 
setting of BLM thresholds in the LHC for Run 2. 
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